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Federal Station 
Rochester 14, New York 


To: 

era Project Shoe Horn 

25X1A 
Part Number Description Quantity 
XDL1~196-29 Pump 1 
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WORK ORDER RIQUEST 


NOVEMBER 4, 1959 


25X1A 9 3 
ROCHESTER X O8 
WILL Cad 
TELEPUINE? BEVERLY 5-8767 
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LP XD-11-196-29 Ba ok 
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NOTE: EPARABLE ITEM FOR REPAIR AND RETURN 
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